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Message Text 


LIMITED OFFICIAL USE HONG KONG 10287 

STATE FOR A/SY/OPS/T FROM RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ELECTRIC DEADBOLTS 

PLEASE FORWARD 16 EATON MODEL 1428 STANDARD DUTY WITH 
1428 - 24 VAC SOLENOID. LACK OF DEDICATED EMERGENCY 
POWER REQUIRES BATTERY PACK STANDBY POWER. RTC HONG KONG 
HAS NONE IN STOCK. PLEASE ADVISE WHEN LOCKS CAN BE EXPECTED. 
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